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Dear 


We are attaching hereto extended prices for Items 
furnished under Task Order 5 and Task Order 7 of Contract 
RD-79 . 


25X1 


25X1 


These prices will vary depending upon the quantity of 
any single or more Items ordered, as well as upon the date 
upon which the order may be placed. For this reason, these 
prices are being supplied for Information purposes only. 

They may, however, be considered to be representative of 
the basic valuation of each Item supplied under these tasks. 

Very truly yours. 
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0018 CLASS S pages 
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JUST 
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PART NO. 


EQUIPMENT NOMENCLATURE 


ESTIMATED PRICE 


25X1 


402.7-101A 

Test Bench Junction Box 


$425.00 

402.7-102A 

Aircraft Heater Power Box 


325.00 

402.7-103A 

Aircraft SW/Puse Ind. Box 


300.00 

402.7-.104A 

Aircraft Remote Ind./Cont. Assembly 

95.00 

402.5-105A 

IN-4 Precision Oscillator 


960.00 

402.7-106 

Mounting Assembly, Single 


175.00 

402.7-107 

Mounting Assembly, Dual 


250.00 

402.7-108 

Recorder Mount 


50.00 

402.7-109 

Chassis, Equipment 


25.00 

402.7-110 

CA-1 (Junction Box Ancillary 

Cable) 

25.00 

402.7-111 

CA-2 (Junction Box Ancillary 

Cable) 

18.00 

402.7-112 

CA-3 (Junction Box Ancillary 

Cable) 

18.00 

402.7-113 

CA-4 (Junction Box Ancillary 

Cable) 

5.00 

402.7-114 

CA-5 (Junction Box Ancillary 

Cable) 

6.00 

402.7-115 

CA-6 (Junction Box Ancillary 

Cable) 

5.50 

402.7-117 

Cable W-1203 


25.00 

402.7-118 

Cable ¥-1205 


75.00 

402.7-119 

Remote Indicator Cable 


50.00 

402.5-120 

Oscillator Power Cable 


45.00 

402.7-123 

CS-3 System Cable 


400.00 

402.7-124 

CS-3A System Cable 


375.00 

402.5-125 

Filter Mounts (Set of four) 


15.00 
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402.7-126 

28y Power Cable 

$ 50.00 

402.7-127 

Remote Act. Ind. Cable 

42.00 

402.7-128A 

Monitor Panel 

60.00 

402.7-129A 

Power Supply Filter 

50.00 

402.7-133A 

CU-4 Activity Amplifier 

525.00 

402.7-134A 

IN-8 Remote Activity Indicator 

10.00 

402.7-135 

Recorder Power Conv. Cable 

30.00 

402.7-136 

CU-4 Act. Amp. Power Cable 

40.00 

402.7-137A 

CS-3 Power Supply 

200.00 


Crystal Holder VD-2 

15.00 


IN358 Crystal 

27.00 


CB-158 T Connector 

9.50 


UG-536A/U Connector 

1.65 


UG-57B/U Connector 

2.25 


UG-213A/U Connector 

12.00 


Bandpass Filter 50-150 me. FBP-2 

200.00 


Bandpass Filter 150-300 me. FBP-3 

200.00 


Bandpass Filter 300-1000mc. FBP-4 

300.00 


Bandpass Filter 1000-4000 me. FBP-5 

300.00 
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